AMERADA HESS CORPORATION 
1 HESS PLAZA 
WOODBRIDGE, NJ 07095 
FAX (908) 750-8802 


Date: 9-10-97 
Page 1 of 2 


(1) 10: NICK KURUC 

LOCATION: EDISON, NJ 
COMPANY: R. J. REYNOLDS 

(21 IO: 

LOCATION: 

COMPANY: 

(3) TO: 

LOCATION: 

COMPANY: 

M) TO: 

LOCATION: 

COMPANY: 

15] TO: 

LOCATION: 

COMPANY; 

NOTES: 



To: NICK KURUC 
From: Strype, Kathleen 


SUBJECT: SURGEON WARNING 

Please distribute to the following recipients: 


Source: https://www.industrydocuments.ucsf.edu/docs/hxpnOOOO 











Microsoft Mail v3.0 I PM.Microsoft Mail.Note 

From: Strype, Kathleen 

To: KURUC, NICK 

Subject: SURGEON WARNING 

Date:' 1997-09-10 10:53 

Priority: R 

Message ID: A4339B04 

Conversation ID: A4339B04 


HI NICK: 

PLEASE ADVISE WHAT THE CURRENT SURGEON GENERAL’S WARNING SHOULD BE FOR OUR 
SIGNATURE SIGN. 

YOU CAN FAX ME 0 750-7163. 

THANKS. 

KATHY 


Source: https://www.industrydocuments.ucsf.edu/docs/hxpnOOOO 


51851 7706 



